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place by dovetails to the split-log butting poles. Most of the sod is
gone and the ends of the ceiling logs are decayed and rotting. Some of
the ends have fallen off. The butting poles are missing in places and
deteriorated elsewhere. The underside of the ceiling logs are covered
with green burlap and there are several bad water stains indicating
leakage through the roof. The ridge beam is sound as are the purlins.
The plate logs are considerably deteriorated. The rotted plate logs
coupled with leaning walls make the roof sway along both eaves. A
collar log spans between the purlins in the rear and the purlins extend
16" beyond the end of the ceiling logs.

The newer roof, a 2 inch x 4 inch rafter system sheathed with 1 inch x
8 inch boards and covered with rolled asphalt roofing, is supported by
3x4 inch purlins laid on top of the sod roof above the plate logs.
Rafters and purlins are deteriorated. Much of the asphalt roofing is
missing or badly torn and there are willows growing through the roof
from the sod beneath. Fascia boards (1 x 10 inch) are warped, weather
and/or missing. This newer roof extends 2 feet beyond the gable end of:
roof in front and 10 inches beyond in the rear. Boards
to the ends of the plate logs and ridge beam and the
new roof (probably to hold the roof down in winds) .
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2)     Walls,   Windows,   and   Doors      (Main   Cab i n)

All   main   cabin   walls   are   built    from   7-11   inch

diameter unpeeled logs, hewn flat inside. Most logs appear to be sound
with the exception of the plate logs on both sides and the bottom three
log courses on the exterior walls. These lower logs have been covered
with berming from the outside and are rapidly deteriorating. The side
walls lean in about 4 inches at the top due to the decayed plate log
and the lack of support along the window jambs. Eave logs are in good
shape - they do not extend beyond the side? walls. The north and south
walls of the main cabin are in good condition with the exception of
some missing chinking on the north wall,

The same green burlap fabric that covers the ceiling also covers the
walls. The fabric is brittle in many palces. It is water stained
around and below leaks and faded where the sun or the heat of the
stove strikes it. In places the fabric
upholstery tacks and in others by staples
decayed and deteriorate at a touch.
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Shelving systems around both side windows and above the rear (north)
window are in good condition, except where thrown out of line by the
upheaval of the floor boards.

Window frame, sill, and sash in north wall in good conddition. Window
frames and sashes are weathered but intact on east and west walls. The
glass is cracked or missing in both panels Q|L Jjle west window and all
three panels of the east window. All of                       compound is dried

and brittle. One piece of split log trim i.gflBing^froin the west wall
window frame.
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